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i. A. Soviet fuel dump was located about #4 mile northwest o% the 


town exit of ROURAU (2 49/X 78), off the fork formed by the 
ROURAUPETRONGLL and 20HRAU-PRULLENKIRCHEN (P 49/X 88) road, 


SOURCE 


é. The dump was housed in three sinzle-story and two two-story 
bulldings, and in about five sheds of a dismantled transforner 
plant and was connected by a track with the BRUCK on the 

leitha iver (P 99/X 77)-PeTRONELL railroad line. 


3. The dump covered an area of about 1,000 x 550 fest; it was 
j surrounded by a barbed fence and illuminated at nicht. 


4, Tventyesix white contain.rs, similar to railroad tank cers 
resting on cement foundations, were counted. They each had 
an estimated capacity of 2,640 gallons. "ifteen railroad 
tank cars were observed on the tuacke goo, 

2» The service personnel of the dump, wbout 50 men, were partly 
quartered within tie dump, p: rtly -in private houses in 2uiilkdd, 
the observed soldiers wore black borderedivdépaulets. Truck 

25X1C BERENS «was parked in front of the clementary scnuool in 
4UHRAU, Other vehicles were not observed. 


6, According to local resijents, the dump is a soviet iirc sorce 
installation, whicn also supplies air force units in Hunsary. 


25X1A vonrients 


fhe existence of a Soviet dir Force fue] dump was reported in 
#epruary 1949. he data concerning the capacity of the fucl 
dump cannot be verified for lack of comparable information. 
Ct is not snown what kind of fuel is stored there and what 
units are supp lied. 
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